CITY OF CAMBRIDGE 


RAND 
age | GRAND JUNCTION MULTI-USE PATH DESIGN PROJECT 


So multi-use path 


WORKING GROUP MEETING #3 


Tuesday, October 1, 2019 
6:00 PM — 8:00 PM 
Conference Room One, Floor 2 
Cambridge Public Health Department 
119 Windsor Street 
Cambridge, MA 02139 


AGENDA 


Introductions and welcome 15 minutes 


Recap meetings and work to date 20 minutes 


o Stakeholder groups 
o Agency meetings 
o Discussion: summer site visit “homework” 


Conceptual design basics and identifying design challenges 35 minutes 
Sample design challenges: 
o Multi-Use Path crossovers (to/from east and west sides of tracks) 
o Crossing at Massachusetts Avenue 
o Locations of constrained width for multi-use path 


Overview of public art elements 30 minutes 
Public comment 10 minutes 
Upcoming Meetings 10 minutes 


o Public Meeting October 29, 2019 
o Next Working Group Meeting TBD 


Next steps 5 minutes 


